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APPENDIX 3 FI6URE 10 



1 / 

Address / right volunteer 

Check paperwork / correct pump 


| Ask for saliva sample 1 % to 1 Yt minutes, must be very moist, place in bag; 


i 

Take necklace and monitor / assembly 


Tubing attach to monitor, firmness of fit,, if off 


'Describe bagiand contents 


IjNoite pump reading (counts) / check it 


^Switch on pump, note time, check for leaks 

j 

Take off cap to filters 

|| 

Tag for security 

1 

Wrap pump up, place in bagi, check tubing 

i | 

a Place on volunteer, explain belt etc 

|l 

I Pump stops, note approximately when, check tube not pump 


H Check pump f tubing if you suspect problem 


Noise at night, with, you ait all times or 


Dangerous activity 


Problems with entry use 


Letter 


24 to 25 hours, diary and fill out questionnaire 

HMI 

| COLLECTION 

i 

j Saliva, sample 


Check security tag 

[ 

Check for leaks 

II 

Note time switched off 

i 

Check reading 

1 

Questionnaire 

I || 


J 

J 


Source: https://www.industrydocuments.ucsf.edu/docs/ptlmOOOO 










































